ARCADE RESTAURANT 

110-112 FORSYTH ST. N. W. 
Next Door to Carnegie Library 

Atlanta's Oldest and Finest Restaurant 

Established 1900 


Famous for QUALITY FOODS 
Air Conditioned 
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WHERE THE BEST COOKED , CHOICEST FOOD IN ATLANTA IS SERVED 













